From: Website Contact Form Submission [no-reply@rhcloud.com] 

Sent: 712312017 6:49:28 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Sunday, July 23, 2017 - 6:49 pm 
Submitted by anonymous user: 127.9.253.129 
Submitted values are: 

First Name: April 
Last Name: Tacey-Dickinson 
City: Durham 
State: NC 

Emai1: apri1.taceydickinson®gmai1.com 
Phone Number: 9193572767 

Message: Dear Gov. Cooper, Thank you for rejecting Trump's ideas for off 
shore drilling of oil and gas. Now I'm asking you to help stop the Atlantic 
Coast Pipeline. Oil and gas are on their way out as good energy sources, 
they are dangerous and dirty for North Carolinians, The ACP will not make a 
dent in our job situation, and will only put another useless and dangerous 
scar upon our state. Please do what you can to discourage it or outlaw it if 
possible. We have plenty of clean, economic and socially responsible energy 
in sun and wind in out state that we need to encourage and not allow the 
energy companies like DUKE to dominate it all. It's the right thing to do. 

Do the right thing and you'll go down in NC history as a true hero and 
Govenor of the people!I I! Thank you, I'm glad I voted for you and will 
continue to support you!!!! April Tacey-Dickinson 


The results of this submission may be viewed at: 
https://gove rnor.nc.gov/node/ll/submission/16867 



